Testing document for use with Activity 7 
Type of Test (N = Normal, R=Erroneous, X=Extreme) 


Ensure screenprint evidence is included of all tests and that the screenprints are readable and referenced to the test. If the actual results column is not wide enough to clearly show the results include 
them underneath the table clearly referenced to the test. 


Interface testing 


Do not carry out any testing other than that specified in the activity 
Delete rows as required 


Tes | Type of Test data Expected results Add screenprint(s) of the results of this test (and any Only complete this column if the 
t test retests) results are not as expected 
No | (N, R, X) 


Ensure you show the test data used in the screenprint(s) 
Explain the error 

If you correct the error explain 
how you have done it including 
screenprint(s) 


Activity 4 - Testing 


Activity 4 - Testing 


